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Message Text 

UNCLASSIFIED 

PAGE 01 DOUALA 00069 041316Z 
ACTION AF-08 

INFO OCT-01 ISO-OO EB-08 /017 W 

0413 18Z 021754/43/10 

R 031505Z MAR 77 
FM AMCONSUL DOUALA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1374 
AMEMBASSY YAOUNDE 

UNCLAS DOUALA 0069 

CORRECTEDCOPY (TEXT — PARA NUMBER 2) 

E.O. 11652: N/A 
TAGS: BFOL, CM 

SUBJECT: ADS REQUEST: KENDALL INTERNATIONAL, BOSTON, 

MA 02101 

REF: DOUALA 0030 

THE FOLLOWING CLINICS HAVE BEEN CONTACTED INDIVIDUALLY 
AND HAVE EXPRESSED A DESIRE TO ACT AS DISTRIBUTOR FOR 
KENDALL INTERNATIONAL. 

1. CLINIC SOPPO 

P.O. BOX 11, DOUALA, CAMEROUN 

CONTACT: MR. PAUL SOPPO PRISO (OWNER AND DIRECTOR) 

PHONE: 42-40-84 
TELEX: NO TELEX 

COMMENT: MR. SOPPO PRISO OWNS ONE OF THE LARGEST 
CLINICS IN CAMEROON. HE ALSO HAS SEVERAL BUILDING 
PROJECTS INCLUDING SCHOOLS, HOSPITALS, HOTELS AND 
HOUSES. ONE OF THE LARGEST PROPERTY OWNERS IN THE 
COUNTRY. MR. SOPPO PRISO DOES NOT PRESENTLY HANDLE 
THE PRODUCTS LISTED AND IS VERY INTERESTED. 

CORRESPONDENCE IN FRENCH PLEASE. GOOD TRADE CONTACT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DOUALA 00069 041316Z 
FOR U.S. FIRMS. 

2. FOBETE CLINICS 

P.O. BOX 322, VICTORIA, SOUTH WEST PROVINCE 
CONTACT: DR. A.B. GWAN-NULLA (OWNER AND DIRECTOR) 

PHONE: 33-82-41 
NO TELEX 
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COMMENT: DR. A.B. GWAN-NULLA RUNS 3 CLINICS IN VICTORIA, 
TIKO AND MUYUKA. SURGICAL EQUIPMENT LISTED OFFERS 
GOOD POSSIBILITIES FOR DEVELOPMENT OF NEW MARKET AREA 
AS THERE IS NO DISTRIBUTOR OF SURGICAL EQUIPMENT IN 
SOUTH WEST PROVINCE. GOOD TRADE CONTACT FOR U.S. 
COMPANIES. CORRESPONDENCE EN ENGLISH PLEASE. 

3. HAPPI CLINIC 

P.O. BOX 62, DOUALA, CAMEROON 

CONTACT: DR. J.M. HAPPI (OWNER AND DIRECTOR) 

PHONE: 42-35-66 
NO TELEX 

COMMENT: DR. J.M. HAPPI IS AN IMPORTER OF GENERAL 
MERCHANDISE AND IS INTERESTED IN DEVELOPING PRODUCT 
LINE OF SURGICAL EQUIPMENT. AT PRESENT DOES NOT 
REPRESENT ANY AMERICAN PRODUCTS. GOOD TRADE CONTACT 
FOR INTERESTED U.S. BUSINESSMEN. CORRESPONDENCE IN 
FRENCH PLEASE. 

HALL 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977DOUALA00069 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 09-031 4, D770074-1023 

Format: TEL 
From: DOUALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770398/aaaadigr.tel 

Line Count: 82 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 13b0d7be-c288-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 DOUALA 30 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3222531 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST: KENDALL INTERNATIONAL, BOSTON, MA 02101 
TAGS: BFOL, CM 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/13b0d7be-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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EO Systematic Review 
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